COPPER COINAGE (IRELAND.) 



AN ESTIMATE of the Sum that may be wanted to deftay the Expenses of 
the Re-coinage of Copper Monies for Ireland ; for the Year l S26. 



Sixty-one Thousand two hundred and fifty Pounds. 
(£61,250.) 



Whitehall, Treasury Chambers, ~| 

17th March 1 8,6. [ J. C. HEltMES. 



PARTICULARS of the aforegoing ESTIMATE. 



The Copper Coin now circulating in Ireland is estimated at - - - . | 6 00 Tc 

And in the Bank of Ireland there remains, in New Coin from the last Coinage,'! ^ 
unissued - - - . . . . . . _ - -I I 150 “* 



Making a Total of - - - - 75 o Tons. 



All this Coin must be 
to the lb. = £ . 242. 1 



withdrawn, at the rate of q 6 pence" 
3$. 4tf. per ton 



Value. 

- - I £.182,000 - - 



Expenses of Recoinage ; viz. 

Melting the old Coin into cakes, bearing waste and expenses . "1 s ' 

at £.6. 6s. 8rf. per ton - - - ... f 4>750 - - 

Charge of Coinage, including the packing of the Monies, at"l 
£.50 per ton - - - j 37 > 5 00 - - 

Freight, 304. per ton ; Insurance, 25s. per cent ; Shipping! 

and contingencies; new and old Coin - - . 5 >o°° - - 



By 750 to os of British Copper Coin returned to Ireland, coined at 24 pence'| 
to the lb. = £.224 per ton - - jj 



47,250 - _ 



229,250 - _ 
168,000 - — 



MONIES to be Voted by Parliament ----£. 61,250 — — 



Mint-Office, 
16th March 1 1826. 



1 /<*’ W. Morrison, Dep. M r . 

Jn‘ Barton, Compt'. 

Tho' P. Croasdaile, King’s Clerk. 
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